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1. The Buekau-Wolff engineering works have delivered a 330 hp. Diesel engine and a 
120 hp, auxiliary engine to the Stralsund national shipyard. A 1500 hp. engine 
has been delivered to the Soviet Union. 


2, The plant has capacity enough to tum out about 15 engines a month, but this number 
cannot be attained because of material shortages. ~ 


Most of the machinery has already been installed in the new shops. Large 
qgwantities of materials were delivered from Poland and the Soviet Union in Lete 
November. 1953 in preparation for the serial production of 1500 hp. Diesel engines. 
Soviet Zone iron works delivered ingot iron, However there still exist shortages 
of crankshaft steel and bearing metal. The injection pumps for heavy Diesel 
engines also have to be procured by circuitous means. Buckau-Wolff has to deliver 
engine parts in return. Injection nozzles are delivered by the Kelbra works in 
Harz. 


LN 


4, The production of seventy-six 300 hp. Diesel engines and about one hundred 120 
hp. engines is planned for 1954. These numbers are not fixed however, because 
special orders and Soviet repair orders not announced beforehand cannot be 
ineluded, 


or It is reported that Buckau-Wolff has also undertaken the manufacture of pressure 
hulls for submarines, This report cannot yet be confirmed. What is known is 
the production of pressure bodies for caissons, such ds have been called for by 


the Soviet Union since 1949. 
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